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Floor, Warwick, RI, 02886 
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About Us 


At QC Kinetix (Warwick), we understand the 
importance of timely recovery for athletes 
and active individuals alike. Our regenerative 
medicine treatments are designed to 
enhance the body's natural ability to recover, 
allowing our patients to return to their 
favorite activities more rapidly and with 
fewer complications. Our dedicated team 
focuses on harnessing the power of 
regenerative medicine to promote optimal 
recovery. We utilize advanced biologic 
therapies to address a wide variety of 
musculoskeletal conditions. These therapies 
work in synergy with the body's innate 
recovery processes, providing a more 
efficient recovery than traditional methods. 
At QC Kinetix (Warwick), we recognize that 
every individual's recovery journey is unique, 
which is why we work closely with our 
patients to develop personalized treatment 
plans tailored to their specific needs. By 
combining the latest in sports medicine in 
Warwick with a holistic approach to patient 
care, we strive to ensure a smooth and 
successful recovery experience for everyone 
who walks through our doors. 


